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Surgical  Injection  Bottle. 


{This  Invention  received  Provisional  Protection ,  notice  to  proceed  with  the 

application  for  Letters  Patent  was  not  given  within  the  time  prescribed 
by  the  Act.) 

PROVISIONAL  SPECIFICATION  left  by  Henry  Galante  at  the  Office  of  the 
Commissioners  of  Patents,  with  his  Petition,  on  the  2nd  June  1855. 

I,  Henry  Galante,  of  Number  28,  Place  Dauphine,  Paris,  in  the  Empire 
of  France,  and  of  4,  South  Street,  Finsbury,  London,  do  hereby  declare  the 
5  nature  of  my  said  Invention  of  “  An  Improved  Surgical  Injection  Bottle  ”  to 
be  as  follows,  that  is  to  say  :• — 

The  improvement  consists  in  manufacturing  injection  bottles  of  an  elastic  or 
other  material,  of  such  a  form  as  will  enable  them  to  stand  upright  when  placed 
on  a  flat  surface. 


LONDON : 

Printed  by  George  Edward  Eyre  and  William  Spottiswoode, 
Printers  to  the  Queen  s  most  Excellent  Majesty.  1855. 
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